AMERICAN SEWERAGE   PRACTICE
VOLUME I DESIGN OF SEWERS
BY
LEONARD METCALF
AND
HARRISON P. EDDY
EDITION
NINTH IMPRESSION
McGRAW-HILL BOOK COMPANY, INC.
NEW YOBK AND LONDON ' 1928
PROPERTY OF